SK7966 


Zbel Rltea jHadtje 

U. S. 66 and 95, West end, Needles, Calif. 
Phone: 1552 or 1553 

A very lovely, “roomy”, modernistingly furnished 
Motor Hotel, cooled by Refrigeration. All units 
have combination tub and shower, telephones, elec¬ 
tric heat, wall-to-wall carpets. Filtered Swimming 
Pool. Owner Operated. 
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Jbel Rhea jEocbje “Cooled by Refrigeration" 

U. S. 66 and 95, West end, Needles, California 
Needles Newest and Finest Motor Hotel 







